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9 February 1940 


r 

Mr. Nichola. Kelleyi President 
National Civil Service League 
315 Fifth Avenue 
New York 16* New York 

Dear Mr. Kelley: 

Thank you very much for your letter of 

January 22, I960, advt.lu, m. oi my 

* -^cioiente of the annual Career Service Awaraa 

for the yea/l960. I am deeply appreciative of l ie honor. 
Mr.. Kirkpatrick and I will be delighted » atten * ** l5 
dinner at the Sheraton-Park Hotel on Tueiday, Ma 

Sincerely* 


Lyman B> Kirkpatrick* Jr. 
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